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Executive Registry || 


ATBTECT : Inepecter General Cables PAS Cf 1H2- 


MEMORANDUM FOR: Deputy Director of Ceatral Intelligence 


i. This memoranium containe recommendations for approval in para- 


erepa 5. 


2. RByBAT(_ lis a cable indfestor identifying sensitive Inspector 
General cable traffic and providing privacy of commmications for those 
lappector General Sanctions thet mat be conducted on a highly confiden- 
tial basie. The indicator wae established by agreement between the 
inepector General and the Cable Secretary in May 1955. Under existing 
Cable Secretariat procedures, the only Headquarters distribution that is 
made of a RYRAT([_ lomble fa to the Inepector General. ‘The indicator 
ie not identified in any Agency regilatory iseuance; hence, fia Inport 
de opt generally keown emong field stations and bases. 


3. I omlieve that Agency regulations and Office of Copmmnications 


ani Cable Secretariat operating procedures sboulé be revised as necespary 
to accommodate Inepector Generali cable traffic of these three degrees of 
sensitivity: 


& <A nonsensitive cable. If imtemied for a traveling tuspectcr, 
he would receive it through the chief of station or tase. If origi- 
nated by a trareling inspector, it would be released by the chie? of 


atation or base. The cable would receive = normal dlesemination at 
deedquarters and in the fleld, cased upon weseage content. 


&. & norms! RYBAT cable. This would concern a sensitive situa- 


tion of which the chief of atation or base is witting. Tt would be 
proceased ag in 3.8., exeept that 1t would receive a normal RYBAT 
dissemination at Headquartere and in the field. 


a. aRKYBar[(_ |leeable. This would concern 4 particularly 
sengitive Inspector General matter, knowledge of which should be 
closely belé. At Headquarters, the initial distrimtion cf beth 
incoming and outgoing RYBAT cables will be Limited te the 
Inepector General and the 00/P. The Inepector General, in coerdi- 
netdon with the DD/P, will be responsible for adding appropriate 
Healquertera eddresseers. A BYBAT [| cable addressed to a 
traveling inspector will be received by him from the field comm- 
nicator on an EYES ONLY basia. The text will specify whether the 
cable ia or is not to be discussed with CGu/COB. Traveling 
inepectors are arthorized to originate RYBAT[_ | cablew and to 
release them to the field commaicator for tranmeiasion. The 
text will, specify whether the cable has or bas not been dlacuseed 
with the CO3/COB. The field commmicater will foliew the tastruc- 
tions of the traveling inepector regarding distribution ani filing 
or archiving of beth incoming and outgoing BYBAT [( |eabies. 
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4% In moet cases, traveling Inspector Generul persemiel] can acd 
Will originate and receive cablea through the chief of station or bage. 
Hcwover, experience of recent months has demonstrated that, in cages of 
sencitive mactera invelvieg the chief of station or base or involving 
another station or besa, there ia need for an aporcvec and recugnized 
procegure enabling the traveling Inepector ic criginate ani te reseive 
tables on an BYBSG ONLY basis in the field. 


5. It is therefore recommended that: 


OE OVEN N 


a The Degarty Obrecte: for Guppart, in consultation with the 
inspector General anc the Deputy Directer for Flans, heve Agency 
regulations reviseli as necessary to mithorize privacy of Inspectoxs 
General table comamications as outlined in paragraph j.c., above. 


| vo. The Deputy Director for Support heave the Birector of 
Communications revise technical communications operating proce- 
dures ag necestary to conform to these revisions ef Agency reguia- 
tions. 


c. table tecretariat procedures be modified ag neceseary to 
accomplish the cable distributions envisaged in paragraph 3, above, 
without waiting for revisions in Agency regulations. 
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